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APPLICATION FOR AIR REGISTRATION BOARD 

SUPERVISION DURING THE OVERHAUL, REPAIR. 

OR MODIFICATION OF A FOREIGN REGISTERED 
AIRCRAFT IN THE UNITED KINGDOM 


The Air Registration Board is frequently requested by 
other Airworthiness Authorities or by operators of overseas 
registered aircraft to supervise work on aircraft flown to the 
United Kingdom for this purpose. The Board is willing at all 
times to assist by carrying out surveys and making appropriate 
certifications and reports and this can be particularly advanta- 
geous when the aircraft concerned is of British design and 
construction. 


All aircraft manufacturers, repair and overhaul contractors 
and material suppliers in the United Kingdom aircraft industry 
are approved by the Board under British Civil Airworthiness 
Requirements and are subject to regular supervision by the 
Board’s Surveyors. It may be that this form of supervision by 
the Board and certification of the work by the Approved 
Organisation, as indicated above, is all that is considered neces- 
sary by the Airworthiness Authority concerned but should direct 
supervision of work on specific aircraft be deemed desirable, it 
is essential that A.R.B. Form 295 be completed and forwarded 
to the Board’s Head Office by the Airworthiness Authority in 
the country of registry. 


A separate copy of A.R.B. Form 295 should be completed 
in respect of each aircraft concerned and should be despatched 
to reach the Board as early as possible prior to the commence- 
ment of the task, in order that the necessary arrangements may 
be initiated between the Board and the firm responsible for 
completing the work. 


4 Airworthiness Authorities whose registered aircraft are 
likely to have overhauls, repairs, or modifications carried out in 
the United Kingdom, and who would like such work to come 
under the direct supervision of the Board, should write to the 
Secretary, Air Registration Board, Technical Publications 
Department, Greville House, 37 Gratton Road, Cheltenham, 
Glos., England, for supplies of A.R.B. Form 295 so that these 
may be used as the occasion demands. 


By Order of the Board, 
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Secretary. 
Air Registration Board, 
Chancery House, 
Chancery Lane, 
London, W.C.2. 


